ih. 
4 


yy 


SPO 71577 


QUANTITY 


1 Gal. 


10 


10 


PART NUMBER 


VSD6600 
81-61-01-024 
31-15-05-013 
CD-7 

TE-1066 
TE-1068 
TE-1106 
25AF25 


25CK86 


HA-26 


2199 


DESCRIPTION 


%" orifice solenoid oper- 
ated vacuum value il5v. 


Plano-convex Lenses 
(centered) 


Plano-convex lens (centered 
Refractosil Bottles 

Burgess Nicad Batteries 
Sprague Cap 300Mfd 3v 
Sprague Cap 500Mfd 3v 
Sprague Cap 300Mfd 6v 

502-A Tubes - G.E. 
Switchcraft Cable Assemblies 
36" Phono plug each end of 
shielded cable. 

Switchcraft Cable Assemblies 
72" Phono Plug to Alligator 
Clips 

Sensors (Hygropak) 


Trial Kit Eastman 910 
Adhesive 


Plano-convex lens 8lmm F.L. 
21 mm diam. 


Plano-convex lens 59mm F.L. 
22mm diam. 


27.3am diam x lem thick 


VALUE 

$ 10.50 

$ 2.50 ea 
$ 2.50 

$ 5.00 1b. 
$ 3.50 ea 
$ -83 ea 
$ -88 ea 
$ -90 ea 
$ 1.87 ea 
$ .60 ea 
$ 87 ea 
$ 3.00 ea 
$ 5.00 

$ 45 ea 
$ 50 ea 
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the fabricai.ed parts reported as residual items under SPO 71696 


USED ON 


Furnace 
Microdensitometer 


Microdensitometer 
Photography Work 
Light Meter 
General Stock 
General Stock 


General Stock 


V/H Sensor 


V/H Sensor 


Window Testing 


$ 
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QUANTITY 


500 


10 


10 


24 
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PART NUMBER 


2165 


115N02 


89G 


4330 


1M2025 


RSM- 10 


#2169 


1214 
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DESCRIPTION 


4 x 4 Ronchi Grating 
85 lLine/inch 


Polaroid ASA 3000 film 
3k" x 4y" #47 


Amperite Delay Relay 


435 GE Watt Ballast for 
flourescent Lamp 


Flourescent lampholder soc- 
kets for type T-5 6 watt 
flourescent lamp 
Nameplates as per print 
Motorola Zener Diodes 


7™ =x 7" x 1/8" polished 
plate glass 


Packets #53 Polaroid Film 
Hurst Motor 

Ronchi Buling 85 lines/in. 
Polaroid professional pan 
type no. 53° 12 «4" x 5" 
packets per box 

Kedak super speed ortho 
portrait 4" x 4" 

25 sheets per box 


H. H. Smith double phono 
jack assenbly 


VALUE 

$ 4.00 

§ 1.90 

$ 2.00 ea 
$ .87 ea 
$ .31 ea 


$ 75.70 Total 


$ 7.35 ea 

$ .50 ea 

$ 17.54 ea 

$ 8.00 ea 

$ 9.00 

$ $.50 per box 


$ 3,00 per box 


$ .08 ea 


USED ON 


Pheto Work 


Microdensitometer 


Window Testing 


Scene Spectrum Analyzer 


Power Spectrum Analyzer 
Film Agitator 


Making Targets 


=: SPO 71877 a 


QUANTITY 
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PART NUMBER 
1221 
1214-1 


RA29 21-32 


RA2761+02 
RA2821-31 
931-A 


2-N1010 


RSM~é 


DESCRIPTION 
H. H, Smith Phono Jack 


H. H. Smith Insulating 
Washers 


Kodak Dektol Developer 
Kodak D-76 Developer 
Polaroid film packets 
4" x 5" Type 52 or 53 
12 per box 


4" x 5" or Larger contact 
paper (100 sheets/pkg.) 


Kodak 35mm x 27%' panatomic 
x film 


Chart paper-ink-2 Channel 


Ink-red-2 oz. in. Mark II 
Reservoir 


Pens-ink 
Refractosil 
Photomultipliers 
RCA Transistors 


Hurst Timing Motor 


VALUE 

$ .06 ea 

$ .02 ea 

$ .95 per gal 
$ .90 per gal 
$ 2.30 per box 
$§ 6.22 pkg. 

$ 2.65 roll 

$ 27.00 doz. 

$ 2.50 ea 

$ 9.00 ea 

$ 5.00 1b. 

$ 9,35 ea 

$ 2.81 ea 

$ 8.00 ea 
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USED ON 


General Photo Work 
General Photo Work 
General Photo Work 
General Photo Work 


General Photo Work 


Brush Recorder 


Brush Recorder 


Brush Recordar 


Scene Spectrum Analyzer 
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